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10 July 1957 

mmmA'mMM. FOlu Streeter of Central Intelligence 

SUBJECT t Approval of rseprewntatlwi Allowances 

'mmj.mm mi WmmmaOm dated 22 February 1957* Sa** Subject 

1. TSiia wawmsiao contains a reco M ae odat ton aubcitied far 
SCI approval* Such rmcmmasA&tlm Is contained in paragraph U« 

2* kefeirenca aeserandm require* each fleputy .rtiootor t® 
mdmit to 14 j« Director at th* ba^irmin." of Melt fiscal year hl» 


proposed schedule of maxima* allewaneee for senior officials under 
his jurisdiction* assigned t* penaanent posts of duty euteide of the 
D.fi* With the exception of - color 

Scientific Representative Abroad* all senior Df>/l effieiale over- 


seas draw represents ion allowances, when necessary, fro® funds 
available to the respective Chiefs of Stations and* therefore, m 
Dti/l request is wade for these iivtirtitaale, 

1* In the case I propose that a representa- 

tion allowance in the amount ef $**000 per amust be authorised. 

This Is the mmm anount previously authorised* Since it new appear* 
that will be returning so»e tine In February 195b, 2 

shell prorate this allowance so that he will receive approximately 
two-thirds or some §2,700. 
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**• ^gSBgaM^SS* It i* reconaended tut you approve * 
representatrioia allowance of ?k»QQQ for bo pro- 

rated ormr the l«v?th of time he will actually tem overseas* 


/a-/ 

Rasm JtfCRY, JE. 
sJeputjr Director ( InteH X teaser) 


Tho reoowji endafe ton in paragraph h & proved, 

li.fneil 

M raster 


.Oat# 


25X1 A 0/DD/l i ^^^^^^^^Q/vcl - 8 July 19$J 

j JUstributions 

O&l-addressee 

1-SSA/DDS^ 

I 25X1 A 1-Gen. Cabell 

1-WE-Attn: ^Hi 

1-DDI 

1-FCS 

! 1-EHH 
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